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ORIGIN AID-83 

INFO OCT-01 AF-10 ISO-OO CIAE-00 DODE-OO PC-05 USIA-15 
AGR-10 EB-07 COME-OO INT-05 SWF-01 OES-05 10-10 INR-07 
IGA-01 / 1 60 R 

DRAFTED BY SER/FFP/POD:JJOHNSON/AFR/CWR/SDU:HMILLER:CML 

APPROVED BY AFR/CWR:DSHEAR 

AFR/CWRTCOKER 

SER/F.NGR :TCF,T I .IOTT 

FFP/POD:PSHEEHAN 

AFR/CWR/SDU : JKELLY 

DESIRED DISTRIBUTION 

7L ACTION FFP INFO DRC PHA AFR 25 GCAF PA PPC 4 GC GCFLD OFP C CALI 
CT ENGR AGRIC CIA X COM DOD X INT CHRON 1 2 3 8 83P 

056810 

R 022343Z DEC 74 
FM SECSTATE WASHDC 
TO AMEMBASSY DAKAR 
AMEMBASSY NOUAKCHOTT 
AMEMBASSY BAMAKO 
AMEMBASSY OUAGADOUGOU 
AMEMBASSY NIAMEY 
AMEMBASSY NDJAMENA 

INFO AMEMBASSY LAGOS 
AMEMBASSY CONAKRY 
AMEMBASSY MONROVIA 
AMEMBASSY BANJUL 
AMEMBASSY ACCRA 
AMEMBASSY COTONOU 
AMEMBASSY LOME 


AFDROUGHT 

E.O. 11652N/A 
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SUB J : STORED GRAIN INFESTATION AND SPOILAGE 

1. RECENT INCIDENCES OF PROBLEMS IN GRAIN INFESTATION 
AND SPOILAGE AFFECTING DONOR SUPPLIED RELIEF GRAINS AND 
FOOD STUFFS HAS UNDERSCORED THE NEED FOR VIGILANCE 
AND PREVENTIVE ACTION IN CERTAIN AREAS. 

2. ONE AREA OF SPECIAL CONCERN IS THE PROPER CONSTRUCTION 
OF FOOD STORAGE FACILITIES FUNDED BY AID. SOME OF THESE 
STRUCTURES HAVE ALREADY BEEN COMPLETED BUT OTHERS RE- 
MAIN IN VARIOUS STAGES OF CONSTRUCTION. RESPONSIBLE 
FIELD PERSONNEL SHOULD BE ALERT TO THE POSSIBILITIES 

OF STRUCTURE REDESIGN, WHERE POSSIBLE, APPROPRIATE MOD- 
IFICATION OF COMPLETED STRUCTURES, WHERE NECESSARY, AND 
FUTURE DESIGN CONSIDERATION, WHERE APPLICABLE. 

3. TO MAINTAIN A SATISFACTORY LEVEL OF SANITATION AND 
REDUCTION IN FOOD SPOILAGE AND WASTE THROUGH THE APPLICA- 
TION OF GOOD FOOD STORAGE PRACTICES INVOLVES THE COORDINA- 
TION OF A NUMBER OF INFLUENCING FACTORS. THE MAN- 
NER IN WHICH THE BUILDING IS CONSTRUCTED PLAYS AN IMPOR- 
TANT PART IN DETERMINING THE EFFECTIVENESS OF AN OVERALL 
FOOD SANITATION PROGRAM. 

4. ALL WAREHOUSING OR STORAGE FACILITIES WHICH MAY BE 
USED FOR FOOD OR COMMODITIES STORAGE SHOULD BE DESIGNED 
AND CONSTRUCTED TO CREATE ENVIRONMENTS WHICH ARE NOT CON- 
DUCIVE TO INFECTION BY RODENTS AND MICRO-ORGANISM 
DEVELOPMENT OR TO CONTAMINATION BY BIRDS. AN ADEQUATE 
FOOD STORAGE CONSTRUCTION DESIGN MUST BE DEVELOPED 
ALONG PREVENTIVE LINES IF DESIRED MEASURES OF SUCCESS 

IS TO BE ACHIEVED. STORAGE STRUCTURE MUST BE PLANNED TO 
CONTROL ALL FACTORS THAT MAY INFLUENCE THE SANITATION 
OF A GIVEN OPERATION. 

5. EXAMPLES OF CRITICAL AREAS WOULD INCLUDE RAW IN- 
GREDIENT FOOD STORAGE FACILITIES, ALL AREAS IN WHICH 
PRODUCTS ARE BEING PROCESSED OR TRANSFERRED, AND 
AREAS WHERE FOOD PRODUCTS ARE BEING STORED. ALSO CON- 
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SIDERED CRITICAL WOULD BE AREAS WHERE PACKAGING AND LOAD- 
ING OPERATIONS ARE TAKING PLACE, INCLUDING POINTS WHERE 
PACKAGING SUPPLIES ARE STORED. 

6. THE FOLLOWING CONDITIONS ARE TO BE CONSIDERED IN THE 
DESIGN OF A WAREHOUSE OR SILO: 

(A) ADEQUATE SPACE FOR THE INTENDED USE; 

(B) PROTECTION FROM RAIN AND SURFACE WATER; 
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(C) GOOD VENTILATION; 

CD) GOOD LIGHTING, EITHER BY ARTIFICAL MEANS OR BY 
WINDOWS; 

(E) WINDOWS THAT PREVENT THE ENTRY OF VERMIN; 

(F) DOORS THAT FIT CLOSELY ENOUGH TO PREVENT THE ENTRY 
OF RODENTS, BIRDS, AND OTHER VERMIN (TO STOP RODENTS 
FROM ENTERING A BUILDING, THE OPENINGS MUST NOT BE 
LARGER THAN 1/4 INCH FOR MICE OR 1/2 INCH FOR RATS). 

(THE 1/4 INCH OPENING WILL NOT BE OF VALUE IN PREVENTING 
THE ENTRY OF INSECTS. SMALL MESH WIRE IS REQUIRED TO 
KEEP OUT INSECTS AND EVEN THEN IT MAY NOT BE COM- 
PLETELY SUCCESSFUL). 

(G) NO HOLES IN THE OUTER WALLS THAT WOULD PREVENT THE 
ENTRY OF VERMIN; 

(H) CONCRETE FLOORS; 

(I) WINDOWS, DOORS, VENTILATORS THAT CAN BE CLOSED 
TIGHTLY FOR FUMIGATION. 

7. ANALYSIS OF STRESSES AND REVIEW OF CONSTRUCTION DETAILS 
BY REDSO ENGINEERING PERSONNEL SHOULD BE REQUESTED CON- 
CERNING DESIGNS AND PLACEMENT OF NEW INSTALLATIONS IN 
INSTANCES WHERE IT IS SUSPECTED THAT CHANGES IN DE- 
SIGN ARE NEEDED OR REQUIRED TO REDUCE INCIDENCE OF CON- 
TAMINATION OR INFESTATION IN THE STORED PRODUCTS. 

8. IT IS REQUESTED THAT APPROPRIATE FIELD PERSONNEL BE 
CONSCIOUS OF THESE POTENTIAL PROBLEMS AND CLOSELY 
MONITOR ON-GOING AND FUTURE CONSTRUCTION OF STORAGE 
FACILITIES TO ENSURE THEIR ADEQUACY IN THE PROTECTION 
AND PRESERVATION OF DONATED FOODSTUFFS. KISSINGER 

UNCLAS STATE 264506 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 04 STATE 264506 


UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DISASTER RELIEF, STORAGE, AFDROUGHT, GRAINS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 02 DEC 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE264506 
Document Source: CORE 
Document Unique ID: 00 

Drafter: JJOHNSON/AFR/CWR/SDU:HMILLER:CML 
Enclosure: n/a 
Executive Order: N/A 
Errors: N/A 

Film Number: D740349-0806 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 267/aaaacfde. tel 

Line Count: 153 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 SEP 2002 by ReddocGW>; APPROVED <10 FEB 2003 by izenbei0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: STORED GRAIN INFESTATION AND SPOILAGE 
TAGS: EAID, SG, US 
To: DAKAR MULTIPLE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



